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BILL NO. S-77-09- 




SPECIAL ORDINANCE NO. S- 

AN ORDINANCE approving a contract 
with Hoosier Truck Equipment, Inc. 
for the purchase of one dump body 
and hoist (mounted) and installed 
heil for the Water Maintenance & 
Service Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY 
OF FORT WAYNE, INDIANA: 

SECTION 1. That the contract dated September 14, 
1977, between the -City of Fort Wayne, by and through its Mayor 
and the Board of Public Works, and Hoosier Truck Equipment, 

Inc., for 

One Dump Body and Hoist (Mounted) and 

Installed Heil, 1977 

for the purchase price of $3,871.00, all as more particularly 
set forth in Purchase Order 9197, which is on file in the 
Office of the Department of Purchasing and is by reference 
incorporated herein, made a part hereof and is hereby in all 
things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force 








Read the first time in full and on motion by_seconded by 

_, and duly adopted, read the second time by title and referred to the 

Committee on_ (an d the City Plan Comm ission for 

recommemaMionT^rdTPublic Hearing to be held after due legallioticel~arthe Council Chambers, 


City- Cou rity—BuihdingTTort Wayne, Indiana, on 
of 


day 


DATE: 




CITY CLERK 


Read the third time in full and on motion by 




seconded by 


PASSED (1^51) 

by the following 1 


AYES 

TOTAL VOTES 


BURNS 


HINGA 

6^ 

HUNTER 

MOSES 


NUCKOLS 


SCHMIDT, D. 


SCHMIDT. V. 


STIER 

cs 

TALARICO 


DATE: / & *7 7 


, and duly adopted, placed on its passage. 


NAYS 


ABSENT TO-WIT: 


CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 


(ZONI N G-MAP-) 


: 


(SPECIAL) (APPROPRIATION) ORDINANCE 


. (RESOLUTION). ,,-No 


on the ///^^ 


ATTEST: (SEAL) 


_day of 


l 9 Z7 


CITY CLERK ... 

' . 

. ' ' " * 


Residing officer 

Presented by me* to the Mayor of the City of Fort Wayne, Indiana, on the 
day of ^ , 19 at the hour of /^. o 'clock ^V^ M . ,E .S .T. 


CITY CLERK 


Approved and signed by me this /JP)-A-D- d ay of C^^07~4~0 
at the hour of J I ‘ o 'clock_ Q- . 



MAYOR 






































































































Bill So, 


S-77-09-30 


REPORT OF THE COMMITTEE, ON CITY UTILITIES 


«s> your Coimittsa 02 City Utilities to whom was referred an Ordinance 

approving a contract wttfr-Hoo&tep Tfucfc Equipment, ftic, for tfta purchase, 
_ of one dump Body and Fiofst (mounted! and totalled ftefl for t$a Water 

Maintenance & .Service Department 


































COPIES TO: 

B.: Drew 
l'. Miller 
B. Johnson 
‘R Wa I ker 


.. Memorandum 

y 0 H. P. Wehrenberg, Board of Works _ Date September 14, 1977 

p rom Ruth Winget, Purchasing Dept. ___ 

Subiect BId Re ‘ fl * M58 , One (1) Dump Truck, Body and Hoist and One (1) Two Ton 

Chassis, w?Crew Cab Body 


Herewith are bid documents (Bid No. 438) relating to Purchase 


Order Numbers, attached, covering the subject items 

for Water Mai 

i ntenance 

and Service Department. 




Item 1 

Vendor 

P.0. # 

Amount 

One Two Ton Cab & Chassis 

Allen County Motors 

9194 

S 7,190.00 

Item 1A 




One Crew Cab Body (Mounted) 

Delphi Body Works 

9195 

9,670.00 

Item 2 




One Tandum Dump Truck 

Item 2A & 2AA 

International Harvester 

9196 

15,589.87 

One Dump Body and Hoist 

Hoosier Truck. Equipment] 

9,9 z3 

3,871.00 


Total Amount of Bid: 


$ 36,320.87 


We contacted 
and recieved only 


per attached Iist,nineteen 
six (6) offerings. 


(19) 


possible bidders 


Attached are 
• for acceptance of 


the following documents 
the above vendors bids: 


in support of the recommendation 


1. Copy of Tab Sheet. 

2. Vendors Bids. 

3. Copy of Purchase Orders. 

4. Copy of Bid Mailing List. 


It is urged that in referring this bid to the City Council for 
enactment of an ordinance, that all of the attached items, together 
with this memorandum (or copies), be included with the proposed ordinance. 


Please make sure that no confirming Purchase Order Numbers are 
given to the above vendors until evidence of Council approval is 
furnished to the Purchasing Department. 


Approved: 



A. C. Lord 


R. A. Winget ~t / 



















'01 IFF TATI 01; OF HI us. 

’IP RKF. 438 

r t . ..... 

CLOSING DATE 9-2-77 

. ITEM 1 

ITEM IA 

. ITEM 2 

item 2A 4 2AA 

(1) Two Ton Chassis 

(1) Crew Cab Body 
(.mounted). 

(0 Tandum Dump Truck 

(1) Dump Body and Ho1&V 
(Mounted) 

W r M.AS.‘ 

££,&< />'} ■£-* lc.- V J^ 

Allen County‘Motors 

2300 W, Jefferson Street ; 

Fort Wayne, Indiana 
aiti.ak', J 

?-cRp Fito - M7V 

TOTAL $ 

TOTAL $ 

ft XT) IT to* ~/9 7l . 

TOTAL $ j/Tat/JiAL 

TOTAL $ 

LESS TAX *6%%, Af 

LESS TAX 

LESS TAX f, 7$3t.t.i 

LESS TAX 

LESS TRADE Pa 

LESS TRADE 

LESS TRADE'/ (?PO'PO 

LESS TRADE 

LESS DISC /, -7/7. 07 ■ 

LESS DISC 

LESS DIS 

LESS DISC 

TOTAL /(?/). /)7) 

TOTAL 

TOTAL jJv/ra.0* 

TOTAL 

'M-Ar. 


/dcZ.r.?oAk:L 


1nternationaI Harvester 

333 South Clinton Street 

Fort Wayne, Indiana 

~/W 

TOTAL $ 

TOTAL $ 

4>,Sze, P~n'oe - /77 V 

%TAL % 

TOTAL $ 

LESS TAk ' 

LESS TAX 

Lfess TAX 

LESS TAX 

LESS TRADE £ 0// 

LESS TRADE 

LESS T RADE , '5. x/£5? 7/7 

LESS TRADE 

LESS DISC 137/,.%/ 

LESS DISC 

1 LESS DISC A 2$<<?/ 

LESS DISC 

TOTAL 7 f4 PP> oO 

TOTAL 

TOTAL $7 

TOTAL 



/rcJjr fao(iZyZ/?7?'0. jtJaf 

J 

£>£.6. 

W. A. Jones & Son 
d07 South Main Street 

Columbia City, Indiana 

9 

TOTAL $ 

TOTAL $ 

TOTAL $ 


Less tax 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS DISC 

LESS DISC 

LESS DISC 

LESS DISC 

TOTAL 

TOTAL 

TOTAL 

TOTAL V. 




r£/>A.-, 7-r/X,,w^^4 

£> A-c. 

.Delphi Body Works 

P.0. Box 30 
' Delphi, Indiana 

: ' dfsi. C ‘K. 

TOTAL $ 

0klJ>/i' o yv-ot-Zr 77^ 

&OTAL $ £ / a 

TOTAL $ 

/ 

TOTAL $ 

LESS TAX 

LESS TAX x 

LESS TRADE 

LESS TAX 

LESS TRAD/) 

LESS TAX 

LESS TRADE 

LESS TRADE , 

LESS DISC 

LESS DISC 

LESS DISC/ 

LESS DISC 

TOTAL 

TOTAL 9 b 70, to 

TOTAL l 

TOTAL 


/Z67\Ad 

"/1^7rAo<^ 7 a A 7 ? 

JlJ 

General Truck Sales 

5905 U. S. 30 East 

Ft. Wayne, Indiana 

TOTAL $ 

. c 

TOTAL $ 

• I 

TOTAL $ 

TOTAL $ 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TRADE 

LESS TRAD& 

LESS TRADE 

LESS TRADE 

LESS DISC 

LESS DISC 

LESS DISC 

LESS DISC 

TOTAL 

TOTAL ' 

TOTAL 

TOTAL 





£•£. o. 

Ernst Truck.Equipment 

2727 McDonald Street 

Ft. Wayne, Indiana 
.0'^' 

TOTAL $ 

TOTAL $ 

TOTAL $ 

TOTAL S*^Zt 2V, g 

LESS TAX 

LESS' TAX 

LESS TAX 

LESS TAX 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS DISC 

LESS DISC - 

LESS DISC 

LESS DISC#/. |g?£' 

TOTAL 

TOTAL ' 

TOTAL 

TOTAL 





c****-<&szA 
















































































































































UiU'i'i/vi iMU ur iuuo 

ID RtfFO 438. 

'LOSING DATE 9-2-77 " 

w'm.as. 

ITEM 1 

ITEM IA 

ITEM 2 

iTEtyw2A <$, 2AA 

Cfi Two Ton Chassis 

(1) Crew Cab Body 
(.mounted)* 

(1) Tandum Dump Truck 

. (1) Dump Body and Hois- 
(Mounted) 

./LJ* > $3 

Hoosier Truck Equipment, inc, 
5733 U. S. 30 East 

Fort Wayne, Indiana 

-4U-yO,// - 


TOTAL $ 

TOTAL $ £ 

TOTAL $ 

A/ c,JSfc. e a 

ypQTAL $"^- A po 

LESS TAX 

LESS TAX ; 

LESS TAX 

LESS TAX 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS DISC 

LESS DISC 

LESS DISC 

LESS DISC 

TOTAL 

TOTAL Q, /facp, o<t> 

TOTAL 

TOTAL A Oo 




: 

p. 



TOTAL $ 

0 <U£#J 

TOTAL $ 

TOTAL $ 

7 

TOTAL $ 

LESS TAjr“ 

LESS TAX 

LESS TA5T* 

LESS TAX 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS DISC 

LESS DISC 

LESS DISC 

LESS DISC 

TOTAL. ■ 

TOTAL 

TOTAL 

TOTAL 





i 

1 

TOTAL $ 

TOTAL $ 

TOTAL $ ’ 

TOTAL $ 

LESS TAX 

LESS TAX 

LESS TAX * 

LESS TAX 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS DISC 

LESS DISC 

LESS DISC 

LESS DISC 

TOTAL 

TOTAL 

TOTAL 

TOTAL 






| 

i 

I 

TOTAL $ 

TOTAL $ 

TOTAL $ 

TOTAL. $ 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TRADE 

LESS TRADE ■ 

LESS TRADE 

LESS TRADE 

LESS DISC 

LESS DISC. 

LESS DISC 

LESS DISC 

TOTAL 

TOTAL 

TOTAL 

TOTAL 






TOTAL $ 

TOTAL $ 

TOTAL $ ' 

TOTAL $ 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS DISC 

LESS DISC 

LESS DISC 

LESS DISC 

TOTAL 

TOTAL ' 

TOTAL 

TOTAL 


TOTAL $ 

TOTAL $ 

TOTAL $ 

TOTAL $ 



LESS TAX 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS•DISC 

LESS DISC 

LESS DISC 

LESS DISC 

TOTAL 

TOTAL 

TOTAL 

TOTAL 

.—... 
























































































































































ffiOTOQDfc IFODDBIT-’OT^GOIE 

CITY UTILITIES 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE .INDIANA 46802 

I Hoosier Truck Equipment, Inc. 

5733 U. S. 30 East 

Fort Wayne, Indiana 46805 


Tnis number must appear on each pack¬ 
age, packing slip, invoice, bill of lading, 
express receipt and^correspondence. 

Sept. 14,,. 1:212 


1 


L 


J 


SHIP TO ■ 


Water Maintenance & Service Dept. 
415 East Wall ace Street 
Fort Wayne, Indiana 46803 


MAIL ALL 




GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED Ev 
INDIANA STATE BOARD OF ACCOUNTS 


22 


ITEM 2Aand 2AA 

Dump Body and Hoist (Mounted) and Installed 
HeiI - 1977 


$3,871. 


SUBJECT TO COUNCILMAN1C APPROVAL 

Per Bid Ref. #438 

Delivery: 45 - 60 days A.R.0. 

Net 


ATTENTION! 

Send all Invoices to General Account 
4th Floor, City-County Bldg. 

1 E. Main St. 

Fort Wayne, Indiana 46802 
Show P. O. Number on Packing Slip 
and Invoice. 


RW/pl #4776 


NOTE; TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT WILL BE TAKEN., 


3 CONDITIONS ON REVERSE SIDE 























Please order the following Material for Delivery as Specified: 
To be delivered to_ f/j/ .U ~SS^< S/C-g"" 


City Utilities „ 

PURCHASE REOU.S.T.ON^^ ^ 

frf */<s>gojr' 

— -JReq. Nn 5^ ^ *7 L- 




-JP. O. No 9Jf1 


DESCRIPTION 


J2.-CS9 i.o*?- 


* AAf) 

V' Mn Me < '{s ~/?77 


#£*?/. 


S~D 









































September 13. 1977 


V-' 


*n-.. Ruth - Purchasing Department _ 

Subject: Purchase Requisition #4776 - Bids 


After talking with Hr. Johnson at the City Garage, it is agreed that the bids 
as submitted for a new line truck to replace Unit #107 and a new dump truck 
to replace Unit #95 should go the low bidders. 


Sheridan L. Miller - Administrative Aide 

Water Maintenance & Service Department 

SLM/dm 


RECEIVED 

PuR HASIMG DEPT. 


am SttJi41977 PM 
7,8,9.ta,U.12.1i2.3i4i5i6 











Memorandum 


To General Sunerinhendent 


Date 

-T vm a PQ 

, ' Iq 77 

F rom S.L. Miller- Administrative 

Aide-Water 

Maint. 

& Serv. 

Deot. 

Subject Tandem Dump Truck & Line 

Truck 





Our request for a new tandem dump truck is based on 
the age and repair cost to Unit #116. Prom 1975 to 
the present time, there has been $795^4*47 worth of- 
repairs on this unit. ^t is a 1967 Ford dump £10 
years old). The cost of repairs will get even higher 
and require repairs more often. 


Our request for a new line truck is based on the fact 
that Unit #107 is a 1965, 2-ton. 

It has been taken off the road due to being unsafe to 
drive. The repair cost would be as high or higher 
than the purchase of a new vehicle. 


_ 

Sheridan L. Miller - Administrative Aide 
Water Maintenance & Service Department 


SLM:ch 










replacement vehicle request 


/^insC Jf /^^ y lyy~Li / '<2. 




Department: 

Driver: ____ xxu. c . - 

•jype Car: Sedan 2-dpor Q 4-door Q Truck \P\ Van/Station Wagon □ Make 


Title: 


* 776 * 


Trade In: Yes \ts No □ (If yes, give following information) :.Year_ 

Sedan 2-door □ 4-door □ Truck □ Van/Station Wagon □ Make . . . 

Reason: Excess Repair High Mileage Q Partially X-Lrecked f~~| 

Totally X^recked □ High Maintenance 

Other: /&7 £>1^ //£> —' _— 


Approved: 

Disapproved: 



SIGNED: 

DEPAiaMENT: . __ 


DATE: 





















THE CITY OF FORT WAYNE 

CITY-COUNTY BUILDING • ONE MAIN STREET • FORT WAYNE, INDIANA 46802 


August 25, 1977 


ADENDUM NO. 1 


Subject: Bid Ref. No. 438 

Due September 2, 1977 at 10:30 A.M. 


Item #1A, Page #6 One (1) Crew Cab Body include in Net Price the cost of 
mounting to Item #1, Page #3 One Cl) Two Ton Cab and Chassis. 

Combine Item #2AA, Page #17 for One(l) Hoist and Item # 2A, Page #15 One 
(1) Dump Body; include in the Net Price the cost of mounting to Item #2, 
Page #11, One (1) Tandum Dump Truck. 



AN EQUAL OPPORTUNITY EMPLOYER 




- - CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 

INVITATION 


QooiauLksfc*. suM*ei to tb* ocMxiitkxx* c 
mjU^rrViki*. xuppiU*. «*guIp*o*<\t or >*rr\w 
Li iLcnrn b»»yw. Qrx>txtio i n» \h*ll lachx 


it au cMintioocd. T'ith d 


A.r.. lord 425-7Q37 


DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOB. DELIVERY TO: 


Department 
or Division_ 


’at°r Ma i ntsnsnra Se rv .. i C . e . 


4i5 East Wallace Street 
Fnrt Weyne, Indiana 468.05 


Page-!- 

Ref. No. 438 


Date August 15. 1977 
Date wanted--- 


Fund 22-393.04 
Appropriation No- 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 

TfcSrtf Friday. September 2. 1977 at I 0:30. A,M, ___ 

taxes i the cm : is exempt from federal excise a 

CERTIFICaTS NUMBER IS NO. Z4S04. PRICES SHOULD NOT I 

TAX EXEMPT (Unless otherwise indicated) 


Hat*ri mlt, SapptW E*i*Uim- 


Item I and IA 

Two Ton Cab and Chassis, and Crew Cab Body per specifications 
enclosed. 

Item 2, 2A and 2AA 

Tandem Dump Truck, Dump Body, and Hoist per specifications 
enclosed. 

The enclosed bidders sheets must be properly completed and 
returned as part of your bid along with the properly executed 
Non-Collusion Affidavit. 

Trade-ins may be seen at City Utilities Garage, 1705 S. Lafayette, 
call 423-7171 for appointment. 

Each Bidder^must submit a current 1977 written Affirmative Action 
Program with their bid - or - have it on file with our E.E.O. 
Office for the current year. Note: Forms attached must be 
completed in full, if not on file in E.E.O. Office. 


Specify which: On File 


Attached: 


XX - See letter att 


ached. 


~,id Bond nsquirsd □ 


.hid- 


S** Irurtrorticm It#m 3 _ 

% cash discount if paid within day a from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BID 

* uad*r»!sm*d said agrtw*#, If thi* bid bm (vscnptod within % rcurnnabW 

h prior* xr» qcoUd, la nooorcUnc* with tb* spaeidcAttoa* Applying And tba 

OjrpO*ttJ* «HCJJ 

'Slivery of any or all of the items or completion of services indicated 3hall be made withinZiLdays from receipt of order *'/' 
fjV.fpOKTANT A* ** *i lJ « ci<ll£ Mr txator In tlw ot xa orcUi-, it i» Important t*--- > * - 


r 


L 


iamlah ti.* laiom.tioa r»itnwi*d r 
—J Siam H«n 


Mantef**”^ 


^.^S ales Manager 


5733 U.S. 30 East 


Fort Wayne, Indiana 


9/211-1 
















































item 1A 


Pag e 5 of 21 


in the mai 
listed herein: 


rations for One (l) crew uau ouuy inuuuMiy o.. 7' .. c 

rcanufacturer's literature unless superceded by any of the following specifications 

Base Price: $ 5,913.00 

Freight: 


1. 132" 4 Man Crew Cab Water Construction Body with insulated 
and lined crew cab. 

2. Regulator controlled window in crew cab door, with sliding 
window on street side. 

3. Sliding window in rear of truck cab and in front of crew cab. 

4. Dome light in crew cab. 

5. Crew Cab heater. 

6. Map box in crew cab—16" wide X 10" high X 3" deep. 

7. Padded crew seat and backrests. 

8. Folding desk. 

9. Compartment under crew cab on floor. 

10. Telescopic roof. 

11. Dome light in body. 

12. Single drum 8,000 lb. winch, 2 speed forward, 2 speed reverse. 
Controls on truck cab floor. 200 feet of 7/16" winch cable. 

13. Winch cover. 

14. Sheave wheel assembly. ^ 

15. Fixed window in body. 

16. Ten material hooks on each side. 

17. Pipe compartment open at both ends for six - 20 ft. sections of 
copper tubing. Detachable pipe support bracket on front bumper 
pipe tie down will be required. 

18. Tool compartments open on one end and side. 

19. Flare and tool rack. A 2" single lip on top for flares. 

FulI length of body. 

20. Safety tread steel floor plate. 

21. Star shaped vice and swivel sheave socket. 


$ 

50.00 

$ In Base Price 

$ 

187.50 

$ 

170.50 

$ In Base Price 

$ 

103.00 

$ 

85.00 

$ In Base Price 

$ 

60.00 

$ 

112.00 

$ In Base Price 

$ 

30.00 

$ : 

L,322.00 

$ In Base Price 

$ . 

210.00 

$ 

In Base Price 


6 std extra 4 

$ 

90.00 

2”Pipe Compartment 

w ith in Base Price 

$ 85.00 - Pipe Supp. 

$ 

In Base Price 

$ 

85.00 

$ 

Tn Base Price 

$ 

Included in Iterij 


#27 




























Item !A (Specifications Continued) 

22. Heavy duty pintle hooks. Type TIOOA - Mounted 27" from ground 
in center of frame. Reinforced for trailer towing. 

23. Safety chain hooks. 

24. Four (4) prong waterproof trailer light socket. 

25. Stirrup steps. 

26. Grab handies. 

27. Safety plate rear bumper extension. 

28. Stop and tail lights on both sides. 

29. Turn signals on both sides. 

30. Three (3) Amber, flush, beehive lights on both sides. 

31. Amber warning light. 

32. 6" Red reflectors on both sides. 

33. Plate holder. 

34. Right front bin with two adjustable shelves with 2” lip. 

35. Right center bin with two trays adjustable on 3" centers. 

36. Right rear bin with one fixed shelf with I" lip. 

37. Hold down bracket and base for 6" presto-1ite gas tank.^. 

38. Hold down base, gutter and drain for water cask. 1 ■ 

39. Five (5) gal Ion water cask. 

40. Left front bins with 3 adjustable on 3" centers. 

41. Left center bin with two (2) trays adjustable on 3" centers. 

42. Left rear bin with two adjustable shelves with 2" lip. 

43. Paint color to be light blue. , 

44. Rust Proofing is required on entire vehicle. 

Tota1: 

Less Tax: 

Less Discount: 

Total Net: 

Del ivery: Prox, 180 days after final approval by city of drawings 

Note: Drawings to be furnished 45 days after receipt of order 

Warranty: _ 12 Months ----— 


Page 

7 of 21 

$ 115.00 

$ 

15.00 

$ 

4.00 

$ In 

Base Price 

$ 

$ 150.00 

$ In 

Base Price 

$ " 

$ 

VI 

$ 

$ 

VI 

$ 

$ " 

$ " 

$ " 

$ 

53.00 

$• 

53.00 

S 

53.00 

$ In 

Base Price 

$ 

34.00 

$ In 

Base Price 

$ 

125.00 

$ 

55.00 

S 9. 

160.00 

$ Not Included 

S 

— 

s 9, 

160.00 


Note: Installation labor for this unit will be $915.00 
































Item IA 


Pag e e o f 21 


SPECIFICATIONS QUESTIONNAIRE 

Bidders Proposal - To be Completed 
By the Bidder 

Make: Koenig _._ Model :_ UC ~ 84 _Year: 1978 _ 

1. 132" 4 Man Crew Cab Water Construction Body with insulated and lined crew cab: 

132" including 39" crew cab - insulated & lined. 

2. Regulator controlled window in crew cab door, with sliding window on street side: 

Per specifications of this bid 

3. Sliding window in rear of truck cab and in front of crew cab: __ 

Per specifications of this bid___- _ 

4. Dome light in crew cab: Per specifications of this bid ____ 

5. Crew Cab heater: Per specifications of this bid _ 

6. Map box in crew cab—16" wide X 10" high X 3" deep: _ 

Per specifications of this bid 

7. Padded crew seat and backrests: Per specifications of this bid 

8. Folding desk: P er specifications of this bid 

9. Compartment under crew cab on floor: Per specifications of this bid 

10. Telescopic roof: Per specifications of this bid _ 

II: Dome light in body: Per specifications of this bid 

12. Single drum 8,000 lb. winch, 2 speed forward, 2 speed reverse. Controls on truck 

cab floor: Braden A8-10 ___ 

13. Winch cover: Per specifications of this bid __ 

14. Sheave wheel assembly: Per specifications _ of this bid _ _ 

15. Fixed window in body: Per specifications of this bid _ 

16. Ten material hooks on each side: Per specifications of this bid _ 

1-7. Pipe compartment open at both ends for six - 20 ft. sections of 2" copper tubing 

Detachable pipe support bracket on front bumper with pipe tie down will be required. 
Per specifications of this bid 

























I tem IA (Quesfionnai re Continued). 


Page 9 of 21 


18. Toot compartments open on one end and side: Per specifications of this bid 

19. Flare and tool rack. A 2" single lip on top for flares. Full length of body: 

Per specifications of this bid . 

20. Safety tread steel floor plate: Per specifications o his bid _ 

21. Star shaped vice and swivel sheave socket: Per specifications of this bid 

22. Heavy duty pintle hooks. Type TI00A - Mounted 27" from ground in center of frame. 

Reinforced for trailer towing: T100A Holland - Per specifications __ 


23. Safety chain hooks: Per specifications of this bid __ • 

24. Four (4) prong waterproof trailer light socket: Per specifications of this bi d 

25. Stirrup steps: Per specifications of this bid __ 

.26. Grab handles: Per specifications of this bid _ 

27. Safety plate rear bumper extension: Per specifications of this bid __ 

28. Stop and tail lights on both sides: Per specifications of this bid _ 

29. Turn signals on both sides: Per specifications of this bid ___ 

30. Three (3) Amber, flush, beehive lights on both sides: Per specifications of bi d 

31. Amber warning light: Per specifications of this bid _ . 

32. 6" Red reflectors on both sides: Per specifications of this bid __ 

33. Plate holder: -Per specifications of this bid __ i ___ 

34. Right front bin with two adjustable shelves with 2" lip. Per specifications of bid 


35. Right center bin with two trays adjustable on 3" centers: Per specificatio; s of bic; 

-except on 4" centers 

36. Right rear bin with one fixed shelf with I" lip:P er specifications of this bid 

37. Hold down bracket and base for 6" presto-1 ite aas/tank: Per specifications of bid 

38. Hold down base, gutter and drain for water cask: Per specifications of this bi d 

39. Five (5) gallon water cask: Per specifications of this bid _ 

40. Left front bins with 3 adjustable on 3" centers: Per specifications of this bid ? 

except on 4" centers. ___ 
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41 . Left center bin with two (2) trays adjustable on 3" center: ____ 

Per specifications of this bid. 

42. Left rear bin with two adjustable shelves with 2" lip:_ 

Per specifications of this bid 

43. Paint color to be light blue: Per specifications of this bid __ 

44. Rust Proofing is required on entire vehicle: Ziebart under structure __ 
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Specifications for One (I) Dump Body including all standard equipment as listed in 
the manufacturer's Iiterature unless superceded by any of the following specifications 
Iisted herein: 




Base Price: 

$ 1,432.00 




Freight: 

$ 40.00 


1. 

Size: 

10 c.y. cap. min. 

$Included/Base 

Pri 

2. 

Length: 

12 feet 

$ 


3. 

W i dth:. 

7 feet 

$ " 


4-» 

Sides: 

42" High 10 gauge 

S " 


5. 

Tail Gate: 

48" High 8 gauge steel 

$ " 


6. 

Front End: 

48" High 10 gauge steel- full cab 
shield 

$ 99.00 


7. 

Floor: 

8 gauge steel 

$Included/Ba s e 

Pri 

8. 

Paint Color: 

Light blue 

$ 


9. 

Rust Proofing: 

Required of entire vehicle 

$ 85.00 




Tota 1: 

$ 1.656.00 




Less Tax: 

$Not Included 




Less Disc. 

: $ 




Net Total : 

$ 1,656.00 



Delivery: 45-60 Pays 

Warranty: 90 Da y s 


Note: Installation charges included with Item 2AA 
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Make: Heil 

SPECIFICATIONS QUESTIONNAIRE 

Bidders Proposal - To be Completed 

By the Bidder 

Model: LH Year: 1977 

I . 

Size: 10 Yd 


2. 

Length: 12* 


3. 

Width: 7’3' 


4. 

Sides: 42" 

- 10 Gauge Steel 

5. 

Tail Gate: 48 

M - 8 Gauge Steel 

6. 

Front End: 

48” Full Gauge Cabshield - 8 Gauge Steel 

7. 

Floor: 8 

Gauge Steel 

8. 

Paint Color: 

Light Blue 


Understructure Ziebarted 


9. Rust Proofing: 
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Specifications for One (I) Hoist including all standard equipment as listed in the 
manufacturer’s literature unless superceded by any of the following specifications 
Iistea herein: 




Base Price: 

$ 1,610.00 




Freight: 

$ 35.00 


1. 

lype: 

Under body double type hoist twin 

7" cyl. with 24" stroke pump 24 gal. 
per minute 

$Enc luded/Base 

Pric 

2. 

Sub Frame: 

To be compatible with above lifting 
specs. 

$ 


3. 

Capacity: 

42,000 min. 

$ " 


4. 

P.T.O.: 

Needle bearing type-To be compatible 
with above specs. 

$ 125.00 


5. 

Hoist Control: 

To be readily accessable to driver 
for ease of operation 

$Included/Base 

Pric 

6. 

Pintle Hook: 

Type TI00A to be mounted on rear, 32" 
from ground in center of frame. Rein¬ 
forced for trailer & back-hoe towing. 

$ 60.00 . 


7. 

Paint-Color: 

Light blue 

$Included/Base 

Pric 

8. 

Special Equipment: 

Removable 10" rear dump apron 
(bolt on) 

$ 70.00 




Tota1: 

$ 1,900.00 



' 

Less Tax: 

$Not Included 




Less Discount: 

S' . - — 




Net Tota 1: 

$ 1,900.00 



Delivery: 45-60 days after receipt of^o-rder __ 

Warranty: 90 Days __ 

Note! Installation charges for above and Item 2A is $315,00 




















• I .ten 2AA 


Pag e 18 o f2l 


SPECIFICATIONS QUESTIONNAIRE 

Bidders Proposal - To be Completed 
By the Bidder 

Make: Heil _ Model: 2724 _ Year: 1977 


1. 

Tvds: Underbody Twin 7" Cylinder Hoist 24 

" Stroke - 24GPM Pump 

2.. 

Sub Frame: Comoatible-Fabric ited Steel Plate 

Reinforced w/Box Section 

3. 

Caoacity: 42,000/^ Rated on 12’ Body 

uross 


4. 

P T 0 ..' Needle Bearing Type-For 5-Speed 

Transmission 


5. 

Hoist Control : Lever Controls-Cab Mounted 



6. 

Pintle Hook: T100A Mounted on Center Rear- 

Reinforced-32" 

Ground to < 


7. Paint-Color: Light Blue ________________————---— 

. 8. Special Equipment: Bolt On 10" Rear Spreader Apron on Dump Body -- 























CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

aabj+et to th* conditio***- oo th* vtrrer*# h«r*of. xr* r*qu«*ted on th* follow!ns It*t of 
CauOariikJa, supplU*, <>r xarrio^ for th* d*p*.rtx»*iat ns mention»sd. with daUvery to d««tlaatl 

11 chxryt* for deliver 




. Q-ootaUorv* xh*Il includ 


* A.C. Lord 423-7037 

Number One Main St. 


DEPARTMENT of purchases 
Ft. Wayne, Ind. 46802 


REQUIRED FOB DELIVERY TO: 

Department 
or Division_ 


... ten?!nee A, Service, 


415 East Wallace Street 

F^rt Wayne. Indiana AFffDt 


’ Page_1_of_2. 

Ref. No. _ 4 38 _ 

Date August 15, 1977 
Date wanted . 


Fond 22-393.04 
Appropriation No_,_ 


RETURN ORIGINAL TO THE CITY — RETAIN DUPLICATE COPY FOR YOUR FILE 

Closing 

Time of Bids_ Friday, September 2, 1977 at 10:50 A.M. _ 

3 CITY’S INDIANA SALES TAX EXEMPTION 
*>* to Bidder.” No. 10 on nrrenw hereof for det.il*, 

TAX EXEMPT (Unless otherwise indicated) 



Uni* 

HafcarUl*, Sappli**, Sq«ipca^nt or S*rric** 

Unit 

Prlc 

a ToU! 



Item 1 and 1A 



1 


Two Ton Cab and Chassis, and Crew Cab Body per specifications 
enclosed. 





Item 2, 2A and 2AA 



1 


Tandem Dump Truck, Dump Body, and Hoist per specifications 
enclosed. 





The enclosed bidders sheets must be properly completed and 
returned as part of your bid along with the properly executed 
Non-Coliusion Affidavit. 





Trade-ins may be seen at City Utilities Garage, 1705 S. Lafayette, 
call 423-7171 for appointment. 





Each Bidder.-must submit a current 1977 written Affirmative Action 
Program with their bid - or - have it on file with our E.E.O. 

Office for the current year. Note: Forms attached must be 
completed in full, if not on file in E.E.O. Office. 



1 

1 


Specify which: On File: Attached: > 

Item ?A only 

Item 2AA only , - 


$1,887.55 

2,214.59 


3 id Bond nsprirsd □ 


5*0 of hid 


-% cash discount if paid within— 


-days from delivery and acceptance of goods or completion of 3 ervice 3 . 


PROPOSAL OR BID 

rr bid* »n4 subject to &H condition* th-jrsof, th* und*r*lam*d oSnrt ftnd „_„__ 

I'Of th* itoca* or render ruch **rric**- upon which priow or* q\x>ted, la *ooord*-ne* with th* jrpocificm 

.ivery of any or all of the items or completion of services indicated 3hall be made withinlSdays from receipt of orders 
IMPORTANT 35-F* ^ » d*eidla* fMtor In th* »'>r*rd at -m order. It U toporUnt th.t bjAiwr 

- — —.^ furnish th.* laforra.tlon nrqu*rt« Exit*. 

| I 31 an 3«m y 

EKHE - KC EQ UIPM ENT, INC. dba/ W. A. Jones & Sor. 


J 


Addre** 30.?.-S. Mai n St* 


Columbia City, IN. 


8-29-77 



















































Specifications for One (I) Dump Body including ail standard equipment as listed in 
the manufacturer's literature unless superceded by any of the following specifications 
Iisted herein: 

Base Price: $ 1>U37.00 




Freight: 

$ 

75.00' 

1. 

Size: 

10 c.y. cap.min. 

$ 

Incl. 

2. 

Length: 

12 feet 

$ 

Incl. 

3. 

Width: . 

7 feet 

$ 

Incl. 

4v 

Sides: 

42" High 10 gauge 

$ 

Incl. 

5. 

Ta i1 Gate: 

48" High 8 gauge steel 

$ 

Incl. 

6. 

Front End: 

48" High 10 gauge steel- fui1 cab 





shield 

$ 

195.55 , 

7. 

Floor: 

8 gauge steel 

$ 

Incl. 

8. 

Paint Color: 

Light blue 

$ 


9. 

Rust Proofing: 

Required of entire vehicle 

$ 

T5.no 



Tota1: 

$1 

. 



Less Tax: 

$ 

m 



Less Disc. 

: $ 

NA 



Net Tota1: 

$3 

,.887.55' 

Del 

ivery: ?5 

davg after order 




V/arranty: _ on day oondtti onel ___ 

Above prices inclnde complete installation 
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SPECIFICATIONS QUESTIONNAIRE 

Bidders Proposal - To be Completed 
By the Bidder 


Make: Keil _Model ; 12 ft> m _Year: x 977 


1. Size: 

10 yard 



2. Length: 

12 feet 



3. Width: 

7 ft. 3 

in. 


4. Sides: 

19 ga. 

37 in. 

Hi tensile ■' ■ - . 

5. Tail Gate' 

: 8 ga. 

hS in. 

Hi tensile ; ... ; 

6. Front End:10 ga. 

hS in. 

Hi tensile 

7. Floor: 

8 ga. 




8. Paint Color: Light blue 


Rust Proofing: Automotive tvpe^ 


9. 
















Specifications for One (I) Hoist including all standard equipment as listed in the 
' manufacturer's 1iterature unless superceded by any of the following specifications 
Iisted herein: 


1. Type: 

2. Sub Frame: 

3. Capacity: 

4. P.T.O.: 

5. Hoist Control: 

6. Pintle Hook: 

7. Paint-Color: 

8. Special Equipment: 


Base Price: 

$ i 

1.871.00 

Freight: 

$ 

2^.00 

Under body double type hoist twin 

7" cyl. with 24" stroke pump 24 gal. 
per minute 

To be compatible with above lifting 
specs. 

42,000 min. 

$ 

Incl, 

$ 

Incl. 

$ 

Incl. 

Needle bearing type-To be compatible 
with above specs. 

$ 

9U.Q0 

To be readily accessable to driver 
for ease of operation 

$ 

Incl. 

Type TI00A to be mounted on rear, 32" 
from ground in center of frame. Rein¬ 
forced for trailer & back-hoe towing. 

$■ 

103.15 

Light blue 

Removable 10" rear dump apron 
(bolt on) 

$ 

25.00 

$ 

9k.kh 

Tota1: 

$ 2. 2lli „ 59 

Less .Tax: 

$ 

m 

Less Discount: 

S' 

m 

Net Tota1: 

$ 



Delivery: _ ?5 days after order 

•V/arranty: _ 90 day conditional 


Ab&ve prices include installation 
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SPECIFICATIONS QUESTIONNAIRE 

Bidders Proposal - To be Completed 
By the Bidder 

Make: tfeil _ Model: 2?2h ___Year: 1977 

1. Type: Double arm underhodv hoist __ 

2. Sub Frame: Tnrlnded _______ 

3. Capacity: hP/iOO Tbs, with 12 ft. body ____ 

4. P.T.O.? Mnnoie single gear _ . _ _ 

5. Hoist Control: t *,yp-r _______ 

6. Pintle Hook: Holland T 100A . . ... 

7. Paint-Color: Light blue _____ 


8. Special Equipment: Stone apron 
















s-«a CITY OF FOE'T WAYNE 

• DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 


pubi+et to i£>* ©on<litSoo» o 
*uppli«*. *ardpcxvwat or ixarrlow 

»a »d*r«m b+icnr. <jnotxXloriM abxll Inetud 


or ib* d*s>»rtm%at ha 
11 cha-ryg* for deliver 


A.r. l.orH 473-7037 DEPARTMENT OF PURCHASES 

, Number One Main St,, Ft, Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 

Department 


Division_ w^-ter Ma i ntenanc a- A Servl ca.- 

415 East Wallace Street 
dress Fort Wayne, Indiana A6 803- 


Page-1- 

Ref. No_ilL. 


Date August 15, 1977 
Date wanted___ 


Fund 22-393.04 
Appropriation No.__ 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 

Friday. September 2. 1977 at 10:30 A.M. .. . 

■j-iriM, ms err? is sasxrr from federal excise and Indiana state sales tax. the cmrs Indiana sales tax exemption 

CJSnmCAXZS KramnmSW08. PRICES SHOULD NOT INCLUDE THESE TAXE3. S« "In.trpction. to Bidder." No. 10 on K-reme hereof for detnU. 

TAX EXEMPT (Unless otherwise indicated) 


■ 

Unit 

SspnliM. Eqalpnvwit or Serried 

Unit 

Pric* 

^TotU 



1 tem 1 and 1 A 



1 


Two Ton Cab and Chassis, and Crew Cab Body per specifications 
enclosed. 





Item 2, 2A and 2AA 



1 


Tandem Dump Truck, Dump Body, and Hoist per specifications 
enclosed. 

Body & Hoist only 

The enclosed bidders sheets must be properly completed and 
returned as part of your bid along with the properly executed 
Non-Collusion Affidavit. 

4223 .c 

0 



Trade-ins may be seen at City Utilities Garage, 1705 S. Lafayette, 
call 423-7171 for appointment. 





Each Bidder must submit a current 1977 written Affirmative Action 
Program with their bid - or - have it on file with our E.E.O. 
Office for the current year. Note: Forms attached must be 
completed in full, if not on file in E.E.O. Office. 





Specify which: On File: ^ Attached: 




."Ad Bond re<jnirsd □ 


5^ of hid 


Perforrnanc® Bond Q3 

8-t* instruction lUm No. 15 cm rrrenw sld* h*r*of. 


■ oiT wa 2 % cash discount if paid wit hin 10 days from delivery and acceptance of good3 or completion, of services. 

pROpogAL QR BID 

In rooipinooe with th* obc-re inritieUon for bid* *nd uubjeet -to oil condition, thereof, the nndemlstned offer, smd If thJj hid h« «*ept»d within » rowooehW 

• • lW from cUm of elwint. to fttroi*h inj ee alpof the ttoux. or render mch unit** aeon which prior, iuw qaoUd, in iu*ordnne* with the *peelfic*tion* RPPVla# xnd « the 
it* t**, opwoeite e«d> item. 

'oiivery of any or all of the items or completion of services indicated shall be made within___days from receipt of order” 

IMPORTANT S3?” A» d»llT*nr to *? he a <J«ctdln# factor In th. aw!.rd of an ocrW, It U important tint btdd*r» 

r “ 1 n ln “" ' 


Ernst Truck B.quioment,, Inc. 

Z^Ti2 MZ£§£Z^ 


2727, Me Do na Id S t re at 


L 


Ft. Via y no r ^Ind. 
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Snecifications for One (!) Dump Body including all standard equipment as listed in 
the manufacturer's literature unless superceded by any of the following specifications 
Iisted herein: 

Base Price: $ 17if0»00 

Freight: $ included 


1. Size: 

2. Length: 

3. Width: 

4>- Sides: 

5. Tail Gate: 

6 . Front End: 

7. Floor: 

8 . Paint Co I or: 

9. Rust Proofing:_ 


10 c.y. cap. min. 

12 feet 

7 feet 

42" High 10 gauge 

48" High 8 gauge steel 

48" High 10 gauge steel- fi 
shield 

8 gauge steel 
Light blue 

Required of entire vehicle 


S Included 

£ included 

S included 

$ Included 

£ included 

I I cab 

£ included 

£ inolnded 

$ i ncl.ude.cL 

$ 1 nclndad- 


-"-0PTI0NS: _ nn 

all. necessary lights & reflectors add S 50 v 00 
flaps to meet aoplicable laws add <ii>2>«00^ 

NOTE: mounting is included in price as 

specified on addendum #1 


Tota1: 

£ 

17b.0.00 

Less Tax: 

£ 

deducted 

Less Disc. 

: £ 

7).-80 

Net Total: 

£ 

1705.20* ' 


Delivery: ' )| to B weeks __:---— 

Warranty: •; y aa r> rvr»o -rented w arranty uode_r._^ QXIMl--y^9— and co nd . iti _ oQj L 






















SPECIFICATIONS QUESTIONNAIRE 

Bidders Proposal - To be Completed 

By the Bidder jt - 

Make: Perfe cti on _Model:_ 3UU _*_Year: 1977 


1 . 

Size: 7 * x 12 

* with 3.0 

yard capacity 

2 . 

Lenq+h: 12* 



3. 

Width: 7* 



4. 

Sides: Ji2" 

10 gauge 


5. 

Tail Gate: )|R»> 

8 crauc'fl 


6 . 

Front End: )jR'» 

3 0 (jcnifffl 

with full cab. shield , 

7. 

. Floor: 8 gaug 

e 


8 . 

Paint Color: 11c?ht blue 

(must have oaint code) 

9. 

Rust Proofing: 

for body 

only included. 
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I fern 2AA 


Specifications for One (i) Hoist including all standard equipment as listed in the 
manufacturer’s literature unless superceded by any of the following specifications 
Iisted herein: 


1 . Type: 


2. Sub Frame: 


3. Capacity: 


5. Hoist Contro1: 


Base Price: 

$ 

o 

o 

CO 

o 

-d 

0 J 

Freight: 

$ 

included 

Under body double type hoist twin 

7" cyl. with 24" stroke pump 24 gal. 
per minute 

$ 

Included 

To be compatible with above lifting 
specs. 

$ 

included 

42,000 min. 

$ 

Included. 

Needle bearing type-To be compatible 
with above specs. _ single gear 

To be readily accessab1e-to driver 
for ease of operation 

$ 

included.. 

$ 

included 


6 . Pintle Hook: 


7. Paint-Color: 


Type T100A to be mounted on rear, 32" 
from ground in center of frame. Rein¬ 
forced for trailer & back-hoe towing. $ im-lnrlpfi 

Light blue $ included 


8 . Special Equipment: Removable 10" rear dump apron 

(bolt on) 


LncJi.iLd.S-ci 


NOTE: mounting Is included as 

specified on 'addendum ( #1 


Tota1: 

$ 

2 lt 08 » 00 - 

Less Tax: 

$ 

deducted 

Less Discount: 

' $ 

ii8 „ 16 

Net TotaI: 

$ 

2369.8!i 


Delivery: _ 1. to 8 weeks _ . __—--— 

Warranty: i vor>-n ^r>n under ..normal use, ond.cp.nd i t .ipns. 



















SPECIFICATIONS QUESTIONNAIRE 


Bidders Proposal - To be Completed 

By the Bidder 

Make: Perfection Model: 7725 Year: 1 977 

| . 

Tvoe-under body double type hoist twin 7" cylinders 


2 . 

Sub Frame: as reauired by above hoist . 


3. 

Capacity: 21 tons ... ..._.....---- ---—,— 


4. 

P.T.O.: needle bearing single gear 


5. 

Hoist Control : as specified _________ 


6 . 

Pintle Hook: T100A pintle hook ... . 


7. 

Paint-Color: li^ht blue (must have paint code) 


8. 

Special Eauipment: removable 10" rear apron .... 





















TTTY OF FORT WAYNE 

Oil! PtrartJASES 


/ !)E I-V.miKN'r OF PURCHASES 

. . r-a. r + Wavne. I nu 


Ft. Wayne, Ind. 46302 
INVITATION 

. h.nwf, »r* rw»i»d oo th. followina U»t o 



DEPARTMENT OF PURCHASES 


Number One Main St., Ft. W ayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 


Page—!-of—21- 

Ref. No. ._ 


Department 
or Division— 


itar Maintenenra K SP r yi { ~e 


415 Fast Wallace Street 
For- . no. Indiana 4 6303- 


Date August, 15, 1977 
Date wanted -- 


Fund .22-393.04 
Appropriation No—— 


• ORIGINAL ) THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 


Closing 
Time of Bids. 


September 2, 1977 at 10:30 A.M., 


T1 ™. —n, arr-r I3 zxzxer from federal excise and Indiana state salts tax the cmr si Indiana sales tax stemfiton 

PMCSS SHOULD NOT INCLUDE THESE TAXES. Sm “fattructleM to BIW No. 10 on «r«« h.r«M for ibtalb. 

TAX EXEMPT (Unless otherwise indicated) 


Item I and 1A 


Two Ton Cab and Chassis, and Crew Cab Body per specifications 
enclosed. 


item 2, 2A and 2AA 


Tandem Dump Truck, Dump Body, and Hoist per specifications 
enclosed. 


The enclosed bidders sheets must be properly completed and 
returned as part of your bid along with the properly executed 
Non-Collusion Affidavit. 


Trade-ins may be seen at City UtiIitie 
call 423-7171 for appointment. 


; Garage, 1705 S. Lafayette, 


Each Bidder/must submit a current 1977 written Affirmative Action 
Program with their bid - or - have it on file with our E.E.O. 
Office for the current year. Note: Forms attached must be 
completed in fuI I, if noton file in E.E.O. Office. 


Specify which: On File: XX 


Attached: 


Id Bond rsquirsd 

.'erjaa._% 


5^ of bid. 


cash discount if paid within— 


Performance Bond 3 

8 «>» in*truetJcm It«a No. 15 on rrrer** aid* h«rr*cr?. 


—days from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BID 


livery of any 


r 


orall of the items or completion of services indicated shall be made withinS&ays from receipt of order*! 

IMPORTANT 255?” A* d.lWtry may b* a d«ldia* faator in tb» a»»t4 of an orijsr, I* U Important that W4A«re 


y b« a drcidlnr Jastor !a 
Uoa nmo***-*! ai* 
Sisn Han 


International Harvester Co. 


J 


"**^^S*C' N»n>« of Company 

UU&S.... _-ntv..S.glS.SJT^~ 

An r ~, 3.3.3.§..9.r....c.lln.v..Q.o..sfc*--- 


...I.ndiacA- 
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Spec! f ications .for One (I) Two Ton Cab and Chassis including all standard equipment 
as listed in the manufacturer*s Iiterature unless superceded by any of the following 
specifications listed herein: 




Base Price: 

$ 

7775.70 



Freight: 

$ 

176.00 

I. 

Year: 

1978 

$ 


2 . 

Cab-Ax 1e: 

84" 

$ 


3. 

Engine: 

V -8 330 X-tra Duty or Better 

$ 


4. 

Ai r Cleaner: 

Dry 

$ 


5. 

Front Axle: 

5000 Min. 

$ 


6 . 

Rear Axle: 

15,000 Min. single speed 

$ 


7. 

Springs: 

Heavy Duty Front & Rear Aux. 

$ 


8 . 

Shocks: 

Heavy Duty Front & Rear 

S' 

129*00 

9. 

Battery: 

Heavy Duty 70 A-H Min. 

$ 

26*70 

10 . 

Brakes: 

Heavy Duty Power Assisted 

$ 

67*00 

II. 

Power Steering: 

Required 

$ 

378 -00 

12 . 

Mico Brake Lock: 

Required 

$ 

IT* A* . . 

13. 

A 1 ternator: 

Heavy Duty-must produce 23 amps ©idle 

$ 

h 2-00 

14. 

West Coast Mirrors: 

Required on both sides 

$ 

1-6.70 

15. 

Lights: # 

Full complement of clearance and 

s 




marker lights 



T 6 . 

Tires: 

Two-10 ply stan. tread for front 

Four-10 ply traction tread for rear 
8.25 x 20 

$ 

757.on 

.17. 

Transmission: 

Heavy Duty Truck type 4-speed with prov. 
for PT0 $ 


18. 

WIndshie 1 d : 

Wipers/Washers 2-speed w/dual washers 

s 


19. 

Heater and Defroster: 

Heavy Duty 

$ 


20 . 

Spare Wheel: 

One Required 

$ 

L. 0,.00 

21 . 

Turn Signa1s: 

Front & Rear w/heavy duty Flasher & 
hazard switch 

s 


22 .- 

Paint-Color: 

Light Blue 

$ 
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23. 

Rust Proofing: 

Required of entire vehicle 

$ 

155.00 

24. 

Back-Hoe Alarm: 

Per OSHA requirements 

$ 

100.00 

25. 

Standard Safety Equip: 

All as required by State and Federal 
Agencies 

$ 

7*75 

26. 

Tow Hooks: 

Two hooks mounted on heavy duty 
front bumper at frame horns 

$ 

125.00 

Trade-in: 1965 Chevrolet Two 

Model C63 - United 

(2) Ton Truck 

#107 $ 62i1.-ii.I4 





Tota 1 : 

$ 03i«1.25 



Less Tax: 

$ 




Less Trade-.in: 

$ 

62I1.M1. 



Less Discount: 

$ 

1316-81 



Net Tota 1 : 

$ 

7400.00 


Trade-in may be seen at the City Utilities Garage, 1705 S. Lafayette 
Street, call 423-7171 for appointment. 


Delivery: Tfestirm of QO days from receipt of order 

Warranty: One 3fcGD fl) vear ofi 12,000 miles*,' 
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SPECIFICATIONS QUESTIONNAIRE 
Bidders Proposal - To be Completed 




By the Bidder 

1. 

Make: Int * 1 

Model: l600 Year: 197^ 

2 . 

Cab-Axle: 

8Ll" 

3. 

Engine: 

V~3Ll 9 cubic inches ? 8 clyinder 

4. 

Air Cleaner: 

Dry type 

5. 

Front Axle: 

*1,000 lb 

6. 

Rear Axle: 

19,000 lb 

7. 

Springs: 

9„000 lb front & 16,700 lb rear 

8 . 

Shocks: 

Front & rear 

9. 

Battery: 

73 anp hour 

10. 

Brakes: 

•Hydraulic with vacuum reserve tank 

1 1 . 

Power Steering: 

Yes- . 

12 . 

Mico Brake Lock 

: Hot vv3 i l ab el._ . . 

13. 

Alternator: 

.oirrn a7 torratnr 

14. 

"West Coast Mirrors: -vy.^ 

15. 

Lights: 

A,-. 

16. 

Tires: 8*29 x 20 10 ply with all traction type on rear 

17. 

Transmission: 

)i creed with PTO opening; on rfeht side 

18. 

V/i ndshietd: 

Yes ■ • 

19. 

Heater and Defroster: TVesTi air type 

20 . 

Spare Wheel: 

You 

21 . 

Turn Signa1s: 

A specified 

22 . 

Pa int-Color: 

T.i n-bt blue 

23. 

Rust Proofing: 


24. 

Back-Hoe Alarm: 

Y'ptK 

25. 

Standard Safety 

Equip: Yes 

26. 

Tow Hoo ks: A 

s specified 
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Spec 
as 1 
spec 

if.rations for One (1) Tandem Dump Truck including all standard 

equipment 

isted in the manufacturer' 
ifications listed herein: 

s literature unless superceded by any 

Base Price: 

of the fo1 lowing 

S 1P.QP7.^0 



Freight: 

$ 17P..00 

1. 

Year: 

1978 

$ 

2. 

G.V.W.: 

39,000 lbs. 

$ 


Wheelbase: - 

158" approx. 

84" 

$ 


S 




5. 

Engine: 

400 C.1. min. approx. 

$ ' 

6. 

C1utch 

14" Double disc. 

$ L'3^0 

7. 

Transmission: 

5 Speed Full-Syncro 

$ 1.700,00. 

8. 

Front Axle: 

12,000 lbs. min. 

$ 7lli.00 

9. 

Rear Axle: 

34,000 lbs. min with 2 speed axle 

S 705.00 

10. 

Axle Ratio: 

6:00 to 1 min. 

$ 


II. 

Front Tires: 

10:00 X 20 x 12 ply treaded 

5 1QQ.00 

12. 

Rear Tires: 

10:00 X 20 X 12 ply mud and snow 

$ 1,186.00. 

13: 

Wheels: 

Cast spoke type—one extra 

S Hi. 00 

14. 

Frame: 

Double Channel-Riveted 

$ 170.00 

15. 

Steering: ’ 

Power 

$ l.Rt^no 

16. 

Brakes: 

Straight Air-Low pressure warning. 

12 sfm air comp. Reserve tanks of 
2400 c.i. min. Mdl. AD-2 Bendix air 
dryer or equal. S-Cam type. All devi 
to meet Federal Standards 

ices 

S o.R?!.,. on 

17. 

Parking Brakes: 

Control switch dash mounted. Air 
release fail-safe brake control to meet 

F(=rtpral Standards $ Pr>^«.00 

18. 

Heater: 

Heavy Duty fresh air and defrosters 

$ 

19. 

Mirrors: 

Inside rear view mirror with outside 
west coast mirrors 

dual ^ 

$• 2^.00 


$ 


20. Windshield Wipers: 


Dual wipers with washers-Electric or 
air operated 
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Signal Lights: 

Front & rear-Dual faced. Dual stop 

1ights,hazard switch cab marker lights 

$ 


22. 

Electrica1: 

12 Volts, 70 amp hour battery. Heavy 
Duty alternator to deliver 23 amps 
§ id 1e min. 

$ 

Il2„ 00 

23. 

Mud Flaps: 

Required 

$ With body 

24. 

Fuel Tanks: 

Two-step type. Total of 70 gallons 
cap. min. 

$ 

263,00 

25. 

Gauges: 

Dial type required 

$ 


26. 

Seats: 

Adjustable bucket seats-driver and 
passenger both 

$ 

113,50 

27. 

Seat Belts: 

Required 

$ 


23. 

Sun Visors: 

Two required 

S 

7.75 

29. 

Grab Handles: 

Mounted on both sides of cab 

$ 

J'2.00 

30. 

Horns: 

Air operated 

$ 

75.00 

31 .' 

P.T. 0. 

Provision required 

$ 


32. 

Shocks: 

Front-Heavy Duty 

$ 

T3 . on 

33. 

Tachometer: 

Required 

$ 

■ An- on 

34. 

Tow Hooks: 

Four - Two hooks mounted on heavy duty 
front bumper at frame horns. Two hooks 
on rear cross member 2 1/2" i.d. min. $ 

122,00 

35. 

Rust Proofing : f 

Required of entire vehicle . 

$ . 

155»00 

36. 

Color-Paint: 

Light blue 

’$■ 


irade-in: 1969 -One (1) Dodge Dump Truck Model CT700 

United #95 $ 3li93»k7 





Tota1: 

$ 22 f 

■379,25 


Less Tax: $_ 

Less Trade-in: $ 3 fh-93 *k-7 
Less Discount: $ . 3 ,295.91 
NeT TotaI: 

Delivery: op Days from receipt of order or less _ 

Warranty: One (l) year or 12,000 miles. Sample attached. 


Trade-in may be seen at City-Utilities Garage, 
1705 S. Lafayette St., call 423-7171 for 
appoi fitment. 


$ 15 , 589.97 






























Item 2 


SPECIFICATIONS QUESTIONNAIRE 

Bidders Proposal - To be Completed 
By the Bidder 

I. Make: Tnt*! _Model: P-1800 


2. 

G.V.W. : 

CD 

O' 

0 

3. 

Wheel base: 

1^1" 

4. 

C.A. : 

8)i» — 

5. 

Enqine: 

V-liOli . . 

6. 

Clutch: 

ll,» nlstft.. . 

7. 

Transmission: to .tneerl cl ineet _ 

8. 

Front Axle: 


9. 

Rear Axle: 

lJ. .000 lb Single aoeed s 

10. 

Axle Ratio: 

: 7.17-1 

1 1 : 

Front Tires: 1000 x 20 12 dIt 

12. 

Rear Ti res: 

: 1000 x 20 12 olv on T>ear with all traction on rear 

13. 

Wheels : 

1 

14. 

Frames: 

T?q * -r> -Por> - ,— -- 

15. 

Steering: 


16. 

Brakes: 

Straight air with B?l ari dryer 

17. 

Parkinq Brakes: Air emergency 

18. 

Heater: 

Vr* nr>i . .- 

19. 

Mirrors: 

W. C- r,f1r»T»ora . - 

20. 

Windshield 

Wipers: yleetrio wlners 

21 . 

Sianal -Liahts: 

22. 

Electrical 

: £>1 arcn alternator. 73 airro hour battery 

23. 

Mud Flaps: 

No bid, will be with body . .. 

24. 

'Fuel Tanks 

: in oa-n on deal fnel tanks nlus undercab tank. 79 Gallon 

25. 

Gauges : 

A a 

26. 

Seats: 

? RncVo-h t^-ne aeata , . 
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Year: 1978 
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27. 

Seat Beits: 

Yes ....- 

28. 

Sun Visors: 

Yes , .. .. - - — 

29. 

Grab Handles: 

; Y e s .. . 

30. 

Horns: 

Mv horn . .-.... 

3 i . 

P.T.O.: 

Onfini no* rvoovi&ed f’or 

32. 

Shocks: TPr-not _ _ 

33. 

Tachometer: 

'. . 

34. 

Tow Hooks: 

TVo fVnnf. tow too Vs and one, .rear tow loon. 

35. 

Rust Proof ina: v-iphaff ... 

36. 

Color-Paint: 

Too-Vit hire—---—-- 













CITY OF FOET WAYNE 

DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

Uicmj*. N^iMt to th. ooodJtJoo* oo til. rmw h.rW. at. rrviuM^d on th. following lint of 
wr".’-.. «jboU«. •qnlpoowit or for th. d»jwii=».nt a. mwitloowi. with dwivetr to d«tlaatlon 

„ .,y^„ bdd». Qv>ot.tIon. 'hall lnelud. all chartr. for (Ullrffi-j. wldnir. etc. Addrw* your reply *, 


\ 


A.C. Lord 42i 




, Number One 
•^Z OUSED FOR DELIVERY TO: 

Department 

or Division— 


DEPARTMENT OF PURCHASES 
Main St., Ft. Wayne, Ind. 46802 


■atsr.., Mai ntananca-&. .Ser-vJLca. 


415 East Wallace Street 

Fnr-F Way na J InHinn^ 


Page_!_ 

Ref. No. _1 38- 


of_21_ 


Date August 15, 1977 
Date wanted--- - —_ 


Fund 22-393.04 
Appropriation No_.. 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing 


i of Bids. 


Friday, September 2. 1977 at 10:50 A.M. 


TAX EXEMPT (Unless otherwise indicated) 


Mat*StpplU*. 


Item I and IA 

Two Ton Cab and Chassis, and Crew Cab Body per specifications 
enclosed. (Crew Cab Body only) 

Item 2, 2A and 2AA 

Tandem Dump Truck, Dump Body, and Hoist per specifications 
enclosed. 

The enclosed bidders sheets must be properly completed and 
returned as part of your bid along with the properly executed 
Non-Collusion Affidavit. 

Trade-ins may be seen at City Utilities Garage, 1705 S. Lafayette, 
call 423-7171 for appointment. 

Each Bidder must submit a current 1977 written Affirmative Action 
Program with'their bid - or - have it on file with our E.E.O. 
Office for the current year. Note: Forms attached must be 
completed in full, if not on file in E.E.O. Office. 


$9,67 

FOB 


'P.OO 

Fort Wayn 


Specify which: On 


Fi le: \/^ 


Attached: 


_ Performancs Bond E3 


lswtrocdon Itm No. 1 

j cash discount if paid within. .1? ,... days from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BID 

mil n-mA\*\rms thereof, th# offer* xnd if thlj bid b# aec*pt*d vrithla a r*»wor.abV* 

upon which price* at* Quoted, In xooordfme* *rith th* r£v*clhc*t4o«* applying and at th# 
h lUra. ' tyfO 

r or all of the items or completion of services indicated shall be made withinMdays from receipt of orderTt 


IMPORTANT ggf £ r 


irnUb th* laiom+K 

n 


7 b# i d«cldinjr factor in th# award oq 


Body Works, Inc. 


<Mg3& 

' i i 


_ N«n« oi Coracxny 


J 




.Delt>hl f Ind 46925 






.J&Ls&L. 


8/51/77 
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Specifications for One (I) Crew Cab Body including all standard equipment as listed 
in the manufacturer’s Iiterature unless superceded by any of the following specifications 
Iisted herein: 



Base Price: 

$ 

2300.00 


Freight: 

Install body 

132 " 4 Man Crew Cab Water Construction Body with insulated 
and 1ined crew cab. 

$ 


1. 

$ 

^00*00 ' 

2890.00 

2. 

Regulator controlled window in crew cab door, with sliding 
window on street side. 

$ 

included 

3 . 

Sliding window in rear of truck cab and In front of crew cab. 

$ 

150.00 

4 . 

Dome light In crew cab. 

$ 

included 

5. 

Crew Cab heater. 

$ 

200.00 

6. 

Map box in crew cab— 16 " wide X 10 " high X 3 " deep. 

$ 

30.00 

7. 

Padded crew seat and backrests. 

$ 

included 

8. 

Folding desk. 

$ 

30.00 

9. 

Compartment under crew cab on floor. 

$ 

85.OO 

10. 

Telescopic roof. 

$ 

150.00 

1 1 . 

Dome light in body. 

$ 

50.00 

12. 

Single drum 8,000 lb. winch, 2 speed forward, 2 speed reverse. 
Controls on truck cab floor. 200 feet of 7 / 16 " winch cable. 

S 

1600.00 . 

13 . 

Winch cover. , 

$ 

120.00 

14 . 

Sheave wheel assembly. 


160.00 

15 . 

Fixed window in body. 

s 

included 

16 . 

Ten materia! hooks on each side. 

$ 

60.00 

17. 

Pipe compartment open at both ends for six - 20 ft. sections of 
copper tubing. Detachable pipe support bracket on front bumper 
pipe tie down will be required. 

2" 

with 

S 

200.00 

13 . 

Tool compartments open on one end and side. 

S 

included 

19. 

Flare and tool rack. A 2 " single lip on top for flares. 

Full length of body. 

$ 

100.00 

20. 

Safety tread steel floor plate. 

S 

included 

21 . 

Star shaped vice and swivel sheave socket. 

S 

250.00 



























Item 1A (Speci f jcatL 


Conti nued"> 


Pag e 7 o f_2. 


22 . 

Heavy duty pintle hooks. Type TI00A - Mounted 27" from ground 


200.00 


in center of frame. Reinforced for trailer towing. 

$ 





included 

23. 

Safety chain hooks. 

$ 


24. 

Four (4) prong waterproof trailer light socket. 

$ 

50.00 

25. 

Stirrup steps. 

$ 

80.00 

26. 

Grab handles. 

$ 

-HUQQ. 

27. 

Safety plate rear bumper extension. 

$ 

100.00 

28. 

Stop and tail lights on both sides. 

$ 

50.00 

29. 

Turn signals on both sides. 

$ 

55.00 

30. 

Three (3) Amber, flush, beehive lights on both sides. 

$ 

70.00 

31 . 

Amber warning light. 

$ 

95.00 

32. 

6 " Red reflectors on both sides. 

$ 

included 

33. 

Plate holder. 

$ 

25.00 

34. 

Right front bin with two adjustable shelves with 2" lip. 

$ 

50.00 

35. 

Right center bin with two trays adjustable on 3” centers. 

$ ■ 

included 

36. 

Right rear bin with one fixed shelf with 1" lip. 

$ 

included 

37. 

Hold down bracket and base for 6 " presto-1ite gas tank. 

$ 

30.00 

38. 

Hold down base, gutter and drain for water cask. 

$- 

40.00 

39. 

Five (5) gallon water cask. 

$ 

45.00 

40. 

Left front bins with 3 adjustable on 3" centers. 

, $ 

30.00 

41 . 

Left center bin with two (2) trays adjustable on 3" centers. 

$ 

jjutlm isxL~ 

42. 

Left rear bin with two adjustable shelves with 2" lip. 

$ 

2 CL.QQ.. 

43. 

Paint color to be light blue. 

$ 

__lnril ncLg-d—*. 

44. 

Rust Proofing is required on entire vehicle. 

$ 

90.00 


Delivery Cost ------------- 

$ 

95.00 


Tota1: 

$ 

9.670.00 


Less Tax: 

$ 

no tax 


Less Discount: 

$ 

no discount 


Total Ret: 

$ 

9 , 670,00 


b% Ind Sales 

Tax 

not included 

Del 

iverv: armroximatel v 120 to 150 days following receipt of 

your order. 


.Not less than 9 weeks following receipt of your truck, 


Warranty: 90 days. 
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Make: 


Delphi 


SPECIFICATIONS QUESTIONNAIRE 


Bidders- Proposal - To be Completed 
By the Bidder 


Model: 


4201—a 


Year: 


1977 


*• 132" 4 Man Crew Cab Water-Construction Body with insulated and lined crew cab: 

our standard body is print 4201-A - 128" long by 93" wide to fit your truck. 

2. Regulator controlled window in crew cab door, with sliding window on street side: 

all of our ventilating windows are sliding type. 

3. Sliding window in rear of truck cab and in front of crew cab: ' 

Delphi 

4. Dome light in crew cab: 12 volt Delphi Std. _____ 

5. Crew Cab heater: Hot Water - control under seat next to door. 

6. Map box in crew cab—16" wide X 10" high X 3" deep: _ Delphi _. _________ 


7. Padded crew seat and backrests: Delphi std soring seats — fireproof. 

8. Folding desk: _ ’ Delphi. Std _ ■ _ 

9. Compartment under crew cab on floor: our standard _ ■ _ 

10. Telescopic roof: _ 1 section sliding roof as shown on print. 

I I: Dome I ight in body: _ our standard light with a screen guard. _ 

12. Single drum 8,000 lb. winch, 2 speed forward, 2 speed reverse. Controls on truck 

cab floor: Braden model A 8—10, 8„000 lb can. _ , 

13. Winch cover: _ nnr standard ___ 

14-.- Sheave wheel assembly: top sheave bar and sheave wheel. _ - 

15. Fixed window in body: ^ _ 

16. Ten material hooks on each side: _ as shown on -print in car^o area .______ 

17. Pipe compartment open at both ends for six - 20 ft. sections of 2" copper tubing 
Detachable pipe support bracket on front bumper with pipe tie down wilt be required.- 

Built by Delphi to meet customer spec. 
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18. Tool compartments open on one end and side: _ Delphi _ 

19. Flare and tool rack. A 2" single lip on top for flares. Full length of body: 

__ tn-BigL&± on stonier .spec. . _ . ___ . 

20. Safety tread steel floor plate: ** way safety tread plate. 

TZ gauge! — * ■— 1 — 

21. Star shaped vice and swivel sheave socket: Gar Wood type. 

22. Heavy duty pintle hooks. Type TI00A - Mounted 27" from ground in center of frame. 

Reinforced for trailer towing: Foil and Mfg-. _' ' _ 


23. Safety chain hooks: __ by Delphi __ 

24. Four (4) prong waterproof trailer light socket: Warner 4 way socket. __ 

25. Stirrup steps: _ by Del nhi on rear of body ____ 

26. Grab handles: _ on rear of body ____ 

27. Safety plate rear bumper extension: hniid wr our- m-ir»t __ 

28. Stop and tail lights on both sides: _ i.Bt.n trunk Ti F Wt B . on rear of b ody 

29. Turn signals on both sides: _ flush mtd on rear of body - Grote _ 

30. Three (3) Amber, flush, beehive lights on both sides: all clearance and marker light 

31. Amber warning light: _ Grote or Signal stat flashing: lite. ___ 

32. 6" Red reflectors on both sides: (r^nte __ 

33. Plate holder: _ Delphi _ 

34. Right front bin with two adjustable shelves with 2" lip. included in body 


35. Right center bin with two trays adjustable on,3" centers: included 


36. 

37. 

38. 

39. 

40. 


Right rear bin with one fixed shelf with I" lip: in body _ 

Hold down bracket and base for 6" presto-1ite gas.tank: with the body _ 

Hold down base, gutter and drain for water cask: nn body right near comnt 

Five (5) gallon water cask: _ I^ioo _ 


Left front bins with 3 adjustable on 3" centers: 


with body 
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41. Left center bin with two (2) trays adjustable on 3" center: 

with body- 

42. Left rear bin with two adjustable shelves with 2" lip: 

with body- 

43. Paint color to be light blue: included - DuPont Delux Enamel 

44. Rust Proofing is required on entire vehicle: 

Tuflex RP 785 


Note: Truck must be delivered to our plant without a frame mounted 

gas tank. If the truck has a frame mounted gas tank it will 
interfere with the mounting of the body onto the truck frame. 
Tank will be removed or the body tool compartment will be cut 
away to alllow room for the tank. 

If this work is necessary please add $150.00 to body cost. 

Truck should have the step gas tank on the cab, or, a gas tank 
tucked up under the running board and does not extend back of 
the cab, or it must be inside the truck cab back of the seat. 


Note: our body print does not show all of the detail as to compartment 
arrangement. However, we will provide all of the shelves, hooks, water 
cask shelf, /pipe racks, etc., as listed in our bid. All of these details 
can be worked out if we are the successful bidder. Our sale3 representative 
will work with you to be sure we know what to build and where to put 
it on the body. 


Thank 


you 











CITY 0? FORT WAYNE 

DEPARTMENT OP PURCHASES 

Number One Main St., Ft. Wayne, Ind. 


INVITATION 

Qoot&ttcn** *ihj*fl* to tb* oooditioo* o a tb# r*rer»* b«reof. 

^ reppU^, *dulpexv#ot or »«r?ric***, for th* <Up*rto»nt ** mentioned, v 
.. V chau^« for delivery, packing, * 


i th# following lift of 
y to 

■» your rn>iy a* 


xli r»-r>^W* *oad 


AC. lord 423-7Q37 


DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 


Department 
or Division— 


i nt«n3nrs & Service . 


415 East Wa!I ace Street 

FV>r-t- vMyr-', Inriirina 
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Ref. No._43§_ 

Date August 15. 1977 
Date wanted____— 


Fund 22-393.04 

Appropriation No.—_ 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 

Sm^of Tu aq Friday. September 2. 1977 at 10:30 A.M.. . 

TAXES: THE CITT IS EXEMPT FBOM FEDERAL EXCISE AND INDIANA STATE SALES TAX THB CITX3JNDIAnA 3ALE3 TAX EXEMPTION 
CHKIT7ICAXX NUMBER 13 NO. S4408. PRICES SHOULD NOT INCLUDE THESE TAXES. Sm •Tn.mxrtlan. to 3IdaerP' No. 10 oa rer.r-. b.«of for d.Uib. 

TAX EXEMPT (Unless otherwise indicated) 


StM*ri«I». S.ppllM. EqmlpaM 


Item I and IA 

Two Ton Cab and Chassis, and Crew Cab Body per specifications 
enclosed. 

item 2, 2A and 2AA 


Tandem Dump Truck, Dump Body, and Hoist per specifications 
enclosed. 

The enclosed bidders sheets must be properly completed and 
returned as part of your bid along with the properly executed 
Non-Collusion Affidavit. 

Trade-ins may be seen at City Utilities Garage, 1705 S. Lafayette, 
call 423-7171 for appointment. 

Each Bidder must submit a current 1977 written Affirmative Action 
Program with their bid - or - have it on file with our E.E.0. 
Office for the current year. Note: Forms attached must be 
completed in full, if not on file in E.E.0. Office. 

Specify which: On File:_ Attached:_ 


. Performance Bond [3 


£*• instruction itwj No. 15 oi 

% cash discount if paid within days from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BID 


:v?ry of any or all of the items or completion of services indicated shall be made within—days from receipt of orderYl 

•pl.rpn QT \?uT Ai d«ilT»rr toxy b* a d-wldln* fiwtor In th* x-rxri of *n Ord*r, It l» Important th»t bWAwrt 

■L-irUrtl.-L-N X iumab Uw Inlora.tlcn naoqlri abcrm. 

r n 


f{LLGO Co O/dTV Ho rots 

AdW LD.. Jerreused 
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Specifications for One (i) Two Ton Cab and Chassis including all standard equipment 
assisted in the manufacturer's I iterature unless superceded by any of the following 
specifications listed herein: 




Base Price: 

$ 

? / ^ s', 0 0 



Freight: 

$ 

No .o 0 

1. 


1978 

$ 


2. 


84" 

$ 


3. 

Engine: 

Air Cleaner: 

V-8 330 X-tra Duty or Better 

s 

f 23.4 3 

4. 

Dry 

$ 

7 S-ti. 

5. 

Front Axle: 

5000 Min. 

$ 


6 . 

Rear Axle: 

15,000 Min. single speed 

$ 

Jr.5 

7. 

Springs: 

Heavy Duty Front & Rear Aux. 

s 

ev-ff 

8. 

Shocks: 

Heavy Duty Front & Rear 

$ 

iJs-.TS 

9. 

Battery: 

Heavy Duty 70 A-H Min. 

$ 

3.6 4> 

10. 

Brakes: 

Heavy Duty Power Assisted 

$ 

37-0/ 

II. 

Power Steering: 

Required 

$' 

370' £ c ] 

12. 

Mico Brake Lock: 

Required 

$ 

o 

o 

co 

13. 

AIternator: 

Heavy Duty-must produce 23 amps iidle 

$ 

/& - 'tj 

14. 

West Coast Mirrors: 

Required on both sides 

$ 

s no 

15. 

Lights: 

Full complement of clearance and 

$ 

S To 


marker lights 



T6. 

Tires: 

Two-10 ply stan. tread for front 

Four-10 ply traction tread for rear 
8.25 x 20 

$ 

lib 1 !’ Q / 

17. 

Transmission: 

Heavy Duty truck type 4-speed with prov. 
for PT0 $ 

Sr S 

18. 

Windshield: 

Wipers/Washers 2-speed w/dual washers 

s 

Sr- 5 

19. 

Heater and Defroster: 

Heavy Duty 

$ 

sr b 

20. 

Spare Wheel : 

Turn Signals: 

One Required 

Front & Rear w/heavy duty Flasher & 
hazard switch 

$ 

'o 3-0 3 

21 . 

$ 

5 To 


$ srt> 


22 . 


Paint-Color: 


Light Blue 
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Item I - (Specifications Continued) 

23. Rust Proofing: Required of entire vehicle 

24. Back-Hoe Alarm: Per OSHA requirements 

25. Standard Safety Equip: All as required by State and Federal 

Agencies 

26. Tow Hooks: Two hooks mounted on heavy duty 

front bumper at frame horns 


$ )i c i-QO 


$ 

SO •0 D 

$ 

s 

44-ss 


Trade-in: 1965 Chevrolet Two (2) Ton Truck 

Model C63 - United #107 


Total : 

$ 

9 7 Vsr.s’V 

Less Tax: 

$ 

L, gt-47 

Less Trade-r.rn: 

$ 

DO • 00 

Less Discount: 

$ 

/ 7 

Net TotaI: 

$ 

■ 7 / go-do 


Trade-in may be seen at the City Utilities Garage, 1705 S. Lafayette 
Street, call 423-7171 for appointment. 


Delivery: 
Warranty: 


j o 00 0& I 7 Me v r HS 
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SPECIFICATIONS QUESTIONNAIRE 

Bidders Proposal - To be Completed 
By the Bidder 

1. Make: Ft) R F) _Mode I : Ft, C O _ 

2. Cab-Axle:_ 8 4 ___„_ 
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Year: f 1 K 


3. Engine: _ $ 3 0 Y A ________ 

4. Air Cleaner: SPeC/Ai '7 ( SPC~ A f 4 _ 

5. Front Axle: S’S’oo _ - __ 

6. Rear Axle: IS~6co& S)x}cL£ _ 

7. Springs: FROijT' TQOt $€AfK Auy(/L/Afi.F 

8. Shocks: F$CKiT _ • _;_ . ' 

9. Battery: l l 0 A VP ___ . _ ' 

10. Brakes: F b /< 6 A f? _____’_ . 

11. Power Steering: ^ <S - S ___ ' 

12. Mico Brake Lock: 4 ___________ 

13. Alternator: ._ C? 0 A H P _ - _ ' 

14. West Coast Mirrors: F C- S __ _ _ • 

15. Lights: V *e J ; ___ . ' . __ 

16. T i res: G - ' -3.X ^ £ / 0 P ^ rftj h / J 7 _ 

17. Transmission: < if S' PC 6 H UJ)TH Pto OP&u tkJf— 


18. 

Windshield: f~ s 


19. 

Heater and Defroster: p6 J 


20. 

Spare Wheel: 



21 . 

Turn Signals: 

Ve^ 


22. 

Paint-Co1 or: 

L-r- B l.u 6- 


23. 

Rust Proofing: 

Co rf?L-6-T£ 

c PASS i f C A R 

24. 

Back-Hoe Alarm: 

)3a -C\J \} P 

A L At? M . 

25. 

Standard Safety Equip: 



Perl 


26. Tow Hooks: 
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Spec i f i cal’ ions for One (I) Tandem Dump T ruck i nc luding all standard equ i pmenf 
as listed in the manufacturer’s literature unless superceded by any of the following 
specifications listed herein: 




Base Price: 

$ 

/£> £'3 .oo 



Freight: 

$ 

!$> f >GQ 

1. 

Year: 

1978 

$ 


2_ 

G.V.W.: 

39,000 lbs. 

$ 


3. 

Wheelbase: 

158" approx. 

$ 


4. 

C.A. 

84" 

$ 


5. 

Engine: 

400 C.i. min. approx. 

$ 

L f3d.S/ 

6. 

Clutch 

Transmission: 

14" Double disc. 

$ 


7. 

5 Speed Full-Syncro 

$ 

S'? 3 < -S' 3 

8. 

Front Axle: 

12,000 lbs. min. 

$ 

2 <*si 

9. 

Rear Axle: 

34,000 lbs. min with 2 speed axle 

$ 


10. 

Axle Ratio: 

6:00 to 1 min. 

$ 


1 1 . 

Front Tires: 

10:00 X 20 x 12 ply treaded 

$ 

/ h/ '7 • 40 

12. 

Rear Tires: 

10:00 X 20 X 12 ply mud and snow 

$ 

ox 

13: 

Whee1s: 

Cast spoke type—one extra 

■ $ 


14. 

Frame: 

Double Channel-Riveted 

S 

s>'?•?</ 

15. 

Steering: f 

Power 

$ 

5 8<?-<74 

1 6. 

Brakes: 

Straight Air-Low pressure warning. 

12 sfm air comp. Reserve tanks of 
2400 c.i. min. Md1. AD-2 Bendix air 
dryer or equal. S-Cam type. Al1 devi 
to meet Federal Standards 

ces 

S 

3 i S' 8 .c /3 

17. 

Parking Brakes: 

Control switch dash mounted. Air 
release fail-safe brake control to meet 
Federal Standards $ 

S'T-Q 

18. 

Heater: 

Heavy Duty fresh air and defrosters 

S 

S T jO 

19. 

Mirrors : 

Inside rear view mirror with outside 
west coast mirrors 

dua I 

S 

■5 ri) 

20 . 

Windshield Wipers: 

Dual wipers with wasners-Electric or 
air operated 

$ 

^J> 

























Item 

2 (Specifications 

Continued) 

Page 

_of 2 ) 

21 . 

Signal Lights: 

Front & rear-Dual faced. Dual stop 

1ights,hazard switch cab marker lights $ 

It'd 

22. 

Electrical: 

12 Volts, 70 amp hour battery. Heavy 
Duty alternator to deliver 23 amps 
§ idle min. 

$ 

iuU 

23. 

Mud Flaps: 

Required QAj t>0r^p (3 <ri3 

$ 


24. 

Fuel Tanks: 

Two-step type. Total of 70 gallons 
cap. min. 

$ 

47 7 . /r 

25. 

Gauges: 

Dial type required 

$ 

3ri) 

26. 

Seats: 

Adjustable bucket seats-driver and 
passenger both 

S 

nx-n 

27. 

Seat Belts: 

Required 

$ 

ST 0 

28. 

Sun Visors: 

Two required 

$ 

ST 0 

29. 

Grab Handles: 

Mounted on both sides of cab 

$ 

• 7 y 

30. 

Horns: 

Air operated 

$ 

fV >s 

31 . 

P.T. 0. 

Provision required 

$ 


32. 

Shocks: 

Front-Heavy Duty 

$ 

fc y./e 

33. 

Tachometer: 

Required 

$ 

ST d 

34. 

Tow Hooks: 

Four - Two hooks mounted on heavy duty 
front bumper at frame horns. Two hooks 
on rear cross, member 2 1/2" i.d. min. $ 

no * o i 

35. 

Rust Proofing:'* 

Required of entire vehicle 

$ 

t /<7 - o o 

36. 

Color-Paint: 

Light blue 

$ 

n ( c 


Trade-in: 


1969 -One (!) Dodge Dump Truck Mode! CT700 
United #95 


$ 06 


Trade-in may be seen at City-Utilities Garage, 
1705 S. Lafayette St., call 423-7171 for 
appointment. 


TotaI: 

Less Tax: 

Less Trade-in: 
Less Discount: 
Net Total: 


$ 3.5" a 94a U 
$ /7P3fg 

s ftioo' op 

$ S9 'h -3 8 

$ '7SQ-0t> 


Delivery: %O UjeexS 


Wa r ra nty; _9q t-fonJTt-i O Ml>~c:S oaJ /3.&C0 H$ CQ f 3. H 0 c O^A 
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SPECIFICATIONS QUESTIONNAIRE 

Bidders Proposal - To be Completed 
By the Bidder 


1. 

Make: 

FC$Model : S'^Q 

Year: / Ff 7 <T 

2. 

G.V.W. : 

eft coo # 



3. 

Wheelbase: 

jC,x " 



4. 

C.A. : 

w 


• ■ • l 

5. 

Engine: 

Lf-1> CO. , *> 



6. 

C1 utch: 

i 3 “ ,f / KJf~L & Plat- e 



7. 

Transmisst 

on: 3 90 l/ 



8. 

Front Axle 

: )XOOO ^ 



9. 

Rear Axle: 

d'Joeo & Gai~0\j £>7~e 



10. 

Ax 1e Ratio 

: 0 -Xl - / 



1 1 ; 

Front Tires: tOOC X3.4) /X PlP* 



12. 

Rear Tires 

: /6O0 X XC /X PL-'y 

Mub R SoJeno 

13. 

Wheels: 

i Rim 7s' 

" ft) H 

CastSPoHg dflee ls . 

14. 

Frames: 

bOOQi-(~ CttAW&L - jiD,C>00 pj ; (,/AJ 

‘3)0.0 0 SM 

cloq^s 

Bo LT& b Co os ft9 vcTi oa) j 

15. 

Steering: 

Pop) LA 



16. 

Brakes: 

Bull AIA CAN A Ki r/ StfiT 

Brc. 

Ho A Feb&$AL. STAvbfiW? 

17. 

Parking Brakes: 



18. 

Heater: 

Be 5 



19. 

Mi rrors: 

yej 



20. 

Windshield 

Wipers: t) / Q 

/ 7. s , . 


21 . 

Signal Lights: V<r ^ 



22. 

E1ectrica1 

: bo Amp Autohu ara* 



23. 

Mud Flaps: 

Supply a lui-th b u m p Borne j 


24. 

Fuel Tanks 

. is <*- AL 



25. 

Gauges: 

Pes 



26. 

Seats: 

h ft Ml b. Q. d P[\ .9 X (: KJ&L R UfJlSoU Ac TI°d 
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27. Seat Belts: 

jrc ^ 

yes 



Both 



A ;£ 


31. P.T.O.: 

y'gS ■ 


32. Shocks: 

rQojjT 


33. Tachometer: 

yes 


34. Tow Hooks: 

rtiGAiT t IfeAF? ..-- 2 — 


35. Rust Proofing 

36. Color-Paint: 

: Co vpLC-re ckk £ C}l/\ss/S 


LT ULUA 




















1- 2 .ton Cab & Chassis & Crew Cab 


1 Tandum Dump Truck, Dump Body & Hois- 

Rid Reference No. 438 

Date Due SeDt. 2. 1977 

Vendors Name & Address 

Cards Mailed 

Bids Picked Up 

Bids Mailed 

Delphi Body Works 

P.0. Box 30 

Delphi, Indiana 



Aug. 18, 1977 

Hoosier Ford, Inc. 

U. S. 24 East 

Huntington, Indiana 46750 



Aug. 18, 1977 

W. A. Jones & Son 

207 South Main Street 

Columbia City, Indiana 



Aug. 18, 1977 

Hilton Truck & Equipment 

817 Fort Wayne Road 

Bluffton, Indiana 



Aug. 18, 1977 

Bluffton Truck Equipment Co. 

817 North Main Street 

Bluffton, Indiana 46714 



Aug. 18, 1977 

Allen County Motors 

2300 W. Jefferson Street 

Ft. Wayne, Indiana 

Aug. 18, 1*977 



Fort Wayne Dodge, Inc. 

100 U. S. Hwy. 30 ByPass West 

Ft. Wayne, Indiana 

Aug. 18, 1977 

i 


Hefner Chevrolet 

500 East Stare Street 

Ft. Wayne, Indiana 

Aug. 18, 1977 

| 

1 


Dave Me Inti re Ford, Inc. 

,320 W. Coliseum Blvd. 

Ft. Wayne,. Indiana 

; 

I Aug. 18, 1977 

1 

j 


. general Truck Sales 

5905 U. S. 30 East 

Ft. Wayne, Indiana 

! 

! 

| Aug. 18, 1977 

i 



International Harvester i ■ ’ 
333 S. Clinton Street | ‘ • I 
FI’. Wayne, Indiana : Aug. 18, 1977 












































1 - ’Z ton Cab & Chassis & Crew Cab 


1 Tandum Dump Truck, Dump Body & Hois 

Rid Reference No. 

«— 

Date Due Sent. 7.1977 _ 

Vendors Name & Address 

t 

Cards Mailed 

Bids Picked Up 

Bids Mai led 

Ernst Truck Equipment 

2727 McDonald Street 

Ft. Wayne, Indiana 

Aug. 18, 1977 



DeHaven Chevrolet Inc. 

5200 Illinois Road 

Ft. Wayne, Indiana 

Aug. 18, 1977 



Col 1 ins 01 dsmoblle 

4801 CoIdwater Road 

Ft. Wayne, Indiana 

Aug. 18, 1977 



Crumback-Symon Chevrolet 

624 U. S. Hwy. 30 East 

New Haven, Indiana 

Aug. 18, 1977 



Hoosier Truck Equipment 

5733 U. S. 30 East 

Ft. Wayne, Indiana 

Aug 18, 1977 



Truck TraBsport Equipment Co 

2500 West Coliseum Blvd. 

Ft. Wayne, Indiana 

Aug. 18, 1977 



State Equipment Co., Inc. 

5620 Industrial Road 

Ft. Wayne, Indiana 46825 

Aug. 18, 1977 

i 


Truck Engineering Company 

3200 E, Pontiac Street 

Ft. Wayne, Indiana 

Agg. 18, 1977 

j 

i ' 



1 

I 

j 



| 

| 






I 






































BID NO. 438 


TITL "r$f ° RDINANCE CITY UTILITIES PURCHASE ORDER #9197 - HOOSIER TRUClffi EQUIPMENT. INC 


DEPARTMENT REQUESTING ORDINANCE _ BOARD OF PUBLIC WORKS "{f 

.SYNOPSIS OF ORDINANCE CITY UTILITIES PURCHASE ORDER #9197 TO HOOSIER TRUCK EQUIPMENT, INC. 
d/y* 

IN THE M60UNT OF $3,871.00 FOR ONE DUMP BODY AND HOIST (MOUNTED) AND INSTALLED HEIL - 


1977 FOR THE WATER MAINTENANCE & SERVICE DEPT. 


(MEMORANDUM ATTACHED) 


EFFECT OF PASSAGE NEW DUMP BODY AND HOIST FOR NEW TRUCK ORDERED 


EFFECT OF NON-PASSAGE OLD DUMP BODY TRADED IN WITH TRUCK TRADE-IN 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) $3,871.00 FROM WATER UTILITY 


ASSIGNED TO COMMITTEE 
































